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INFO OCT-01 AF-10 EUR-12 ISO-OO FBOE-OO A-01 /029 W 

055949 171733Z/73 

R 170806Z JUL78 
FM AMEMBASSY ATHENS 
TO AMEMBASSY DAMASCUS 
INFO SECSTATE WASHDC 6758 
AMEMBASSY NAIROBI 

CONFIDENTIAL ATHENS 6026 

DAMASCUS FOR RSO; DEPT FOR A/SY/OPS/T; NAIROBI FOR RSS 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER 

REF: A. DAMASCUS 3952 

B. TELCON TSO ATHENS AND A/SY/OPS/T OF 14JUL. 

1 . 12000 BTU A/C IS MORE THAN ADEQUATE FOR DAMASCUS 9X12 ACR. 
OPERATION OF THE UNIT WITH A/C ROOM DOOR OPEN AND ACTIVATION OF 
THE EXHAUST FAN IN A/C ROOM SHOULD RESOLVE UNIT OVERHEAT 
PROBLEM. DURING NEXT SCHEDULED VISIT. TSO ATHENS PERSONNEL WILL 
RE-DESIGN AN EXHAUST SYSTEM WHICH WILL BE COMPATIBLE WITH 

THE GE A/C. 

2. THE FEDDERS A/C HAS A MUCH GREATER CAPABILITY THAN WHAT IS 
NEEDED FOR THE ACR AND FOR EFFICIENCY IT SHOULD BE USED FOR A 
MUCH LARGER AREA. TSO ATHENS RECOMMENDS THAT THE FEDDERS A/C 
COMPRESSOR MOTOR BE RE-WOUND FOR 50HZ AND ADDED TO THE POST 
INVENTORY. IF THERE IS NO MOTOR RE- WIND CAPABILITY IN DAMASCUS 
IT IS PROPOSED THAT MOTOR BE POUCHED TO TSO ATHENS FOR 
MODIFICATION. 

3. PLEASE ADVISE WETHER POST DESIRES TO KEEP FEDDERS, IF NOT 
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TSO ATHENS WILL PROVIDE FISCAL DATA TO SHIP UNIT TO TSO ATHENS. 

4. IF POST PREFERS A NEW A/C, TSO ATHENS PROPOSES TO PROVIDE 
A REPLICA OF THE ONE WHICH IS PRESENTLY INSTALLED IN THE 

A/C ROOM, AND REQUESTS ALL INFO NEEDED TO PROCURE A REPLACEMENT 
UNIT BE SENT TO TSO ATHENS. 
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